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Two recent publications by Norsk Hydro-Elektrisk LibeARYs 
Kvaelstofaktieselskab Provide a wealth of detailed infor~ ECA* 


mation on this important concern's administration and NSRB 
ied puma Five copies of each are attached as FPC* 
wnclosures 1 and 2, respectively. The material presented GSA 
in these publications is of value in bringing up to date IN - 
information contained in the referenced report on Norsk 


' The first publication, "Norsk Hydro," ig printed in £ 
English and presents a factory-by-factory survey as well 

a8 an overall outline of Norsk Hydro's past and current — 
operations, A list of the main Norsk Hydro products is given 
on page 7 of the booklet. The remaining portion of the 


publication is devoted to phebeprs ~of electric power 
, etations, factories, equépment , sti, east subjects, 
Z The second pybfication, in Norwegian, i& entitled 


* "KJenner Du Norgk Hydro?" (fo You Know Norak Hy 
designed to previdg 
information on’ ord an 
valuable data pkgsen Sy afilagram of 
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composition, appearance get" use 


’ In addition, there is a section devoted to a complete 
peer ee of each factory or production unit including {for 
factories} the associated power stations, the factory itself, 
dities produced, auxiliary units, and social welfare 
idertakings. The units are described on the following pages: 
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. Notodden Nitrate Factories p. 32 

- Rjukan Nitrate factories po 42 
i. Rjukan railway and Tinnsj¢ 

ferry service oo p. 58 

repent Nitrate Factories pe 61 

Kjgrholt Limestone Quarries pe 69 

Menstad Shipping Department p» 70 

Research Laboratories pe 72 

Glomfjord Nitrate Factories p. 75 

Tankships pe 79 


Supplementing the statistics on production and sale 


given on pages 91-92, the firm has provided the data contained 
in the following table: 


Table ti Nitrogen fér fertilizer and for industrial 
. purposes: - Norsk Hydros production amd 
export, 1987/48 to 1949/50 | 


For fertilizer 
P oductiLon Exports 
1947/48 76,300 55 000 
1948/49 99,000 74,500 
1949/50_140,300 101,700 
Source: Norsk Hydro-Eléktrisk Kvaelstofaktieselekad 
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